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Srensury Bepwrtment, 
Burewn of the Bint, 
Blashingion, B. G., June 22, 1899 


liam Fo Slattery ,usq, 


Syracuse , New York. 


In reply to your letter of the 16th instant, you are respectfully 
ormed that the weight of one cubic foot of pure gold is 17,502. 
24 ounces troy of the value of $361,821.23 . 

Respectfully yours, 
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Acting Director of the Mint. 


